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Lamb, John, ordered to Water Battery, 177. Retires to New Windsor, 183. Commands artillery on the river, 194. Orders it from Connecticut line, 196. Ordered with artillery to Valley Forge, 197. Order countermanded: is superseded by general order of
Gates, 199. Writes to president of congress: to the commander-in-chief,
200.
To colonel Malcom, 201.                                      '
To governor Trumbull, 203.
Dispute of rank with Harrison: adjusted in his favor, 204. General order of Gates unauthorized, 208. Appointed surveyor of ordnance, 218. Letter to general Knox, 222. Letter from Knox, 223. Board of general officers rank him below Crane: tenders his
resignation to Washington, 224. Resignation not accepted, 225, Letters from Washington to, 225, 263, 264. Letter to Washington, 226. To president of congress, 227.   * At "West Point in command, 240. Letter to Arnold in regard to Moody the spy, 247. Another, 249.
Informs Arnold of the weakness of the garrison, and deficiency of powder: begs the garrison may not be weakened, 250. Remonstrates against farther details of men, 251. Letters to Arnold on the subject: to colonel Malcom, 252. To colonel James Livingston: reluctant to supply powder,
258.
Consternation at the discovery of Arnold's treason, 261. Ordered to command the posts below, 263. Resumes his command, 264.
Artillery stationed at Dobbs's Ferry: ordered to the south, 277. Arrives at James River: is second in command of American
artillery, 278. Commands in the trenches the day the Chamade was beaten,
280. Conducts the artillery to Burlington, N. J.: stationed there,
282.
Letter to Gov. Clinton, 284. To colonel Willett, 285, Expects promotion and disappointed, 290.